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INFO 


IDEALIST 


A. HT- 67-205 
8. GOOD 


25X1A2D1 

25X1A2D1 

25X1A2D1 


Co CAMERA WORKED GOOD. FROST ON WINDOW WHICH COVERS HALF TO TWO 
THIRDS OF FLOORMAT • PI SAYS ALMOST IMPOSSIBLE FOR ACCURATE 
READ OUT. MATERIAL SLIGHTLY OVER DEVELOPED. 

TOR: 220556Z MAY 67 



t 

KXCLQKO mOK *«?». 
WAT1C DOWHfiAAOIHW 
AM DICtAStiriCATIM 








